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II.   The Absorption Pipettes

On account of the great differences in pressure
caused by columns of mercury of only moderate
height it becomes necessary to give to these absorp-
tion pipettes, which are partially filled with mer-
cury, a form somewhat different from that adopted
for the pipettes containing aqueous solutions.

1.   The Simple Mercury Absorption Pipette

This consists of two bulbs, a and 5, Fig. 37, joined
together by a piece of patent rubber tubing. The
bulb a has a capacity of about 110 ccm., and b a
capacity of from 120 to 150 ccm.
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